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PAGE 01 NEW DE 02921 011247Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

011522 090702/43 

R 010516Z MAR 77 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 1573 

CONFIDENTIAL NEW DELHI 2921 

FOR CHIEF A/SY/OPS/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: AUTO-SCAN EQUIPMENT RETURNED FOR REPAIR 

1 . THE FOLLOWING AUTO-SCAN ASSEMBLIES HAVE BEEN POUCHED TO 
A/SY/OPS/T (REG. NOS 2373949 AND 2373950) FOR REPAIR; THESE 
ASSEMBLIES ARE TO BE RETURNED TO NEW DELHI AFTER REPAIRS ARE 
COMPLETED OR THEY ARE TO BE REPLACED WITH OTHER UNITS: 

(A) FREQUENCY COUNTER; SYSTRON DONNER; SN 28013-4 

(B) MOTOR DRIVE; MD104; SN 18 

(C) PRINTED CIRCUIT BOARD; DSI-500; MEMORY DUMP COMPARATOR 

(D) PRINTED CIRCUIT BOARD; DSI-500; MEMORY BOARD 

2. IN ADDITION TO THE ABOVE ITEMS RETURNED FOR REPAIR. 

DIGITAL PRINTER PC BOARD SN 034056401 - CONTROL LOGIC - 

HAS BEEN RETURNED FOR MODIFICATION. THIS BOARD IS FROM THE 
AUTO-SCAN TRAVELING SPARES KIT AND IT IS NOT USABLE IN ITS 
CURRENT UNMODIFIED CONDITION. THE MODIFICATION THAT IS 
OBVIOUS IS THE ADDITION OF SEVERAL JUMPERS; THERE MAY BE 
OTHER MODIFICATIONS WHICH ARE LESS OBVIOUS. THE MOWHAWK 
KATA SYSTEM MANUAL FOR THE MDS 2018 DIGITAL PRINTER SHOULD 
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BE CONSULTED. 
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